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SUBJECT: US-USSR ENERGY AGREEMENT: HYDROPOWER (08.0202) 

1 . EMBASSY HAS RECEIVED LETTER DATED 29 MARCH FOR BROWN FROM 
MALOVSKIY. INFORMAL TRANSLATION OF TEXT FOLLOWS. 

2. BEGIN QUOTE. I HAVE RECEIVED YOUR LETTERS AND ENCLOSED 
MATERIALS, WHICH ARE NOW BEING STUDIED BY OUR SPECIALISTS. 

I SHOULD LIKE TO TAKE THE OPPORTUNITY TO THANK YOU FOR THE 
MATERIALS. 

3. WITH REGARD TO THE TIMING OF THE U.S. DELEGATION'S VISIT 

TO THE USSR, I MUST INFORM YOU THAT AMORE CONVENIENT PERIOD FOR 
US IS 16-28 MAY 1977. I HOPE THAT THIS TIMING IS ACCEPTABLE TO 
YOU. 

4. YOU ARE INTERESTED IN FAMILIARIZING WITH CONSTRUCTION OF THE 
KOLYMSKAYA HYDROPOWER PLANT. IN OUR OPINION THIS VISIT WILL BE 
UNTIMELY AS THE MAIN CONSTRUCTION WORK PRACTICALLY HAS NOT 
BEGUN. WE SUGGEST VISITING THE KRASNOY ARSKAYA HYDROPOWER 
STATION AND THE SAYANO-SHUSHENSKAYA HYDROPOWER STATION. THE 
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FIRST ONE HAS BEEN ERECTED AND THE SECOND IS NOW BEING BUILT. 

AT THE SAYANO-SHUSHENSKAYA HYDROPOWER STATION YOU MAY GET 
ACQUAINTED WITH THE METHODS APPLIED IN THE USSR OF 
CONSTRUCTION OF LARGE HYDROPOWER SYSTEMS UNDER CONDITIONS OF THE 
INCLEMENT SIBERIAN CLIMATE. 

5. WE AGREE TO YOUR PROPOSED PROGRAM OF WORK IN THE USSR AND 
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TO THE THEMES OF YOUR REPORTS. FOR OUR PART, WE SHALL PREPARE 
SOVIET SPECIALISTS' REPORTS AND QUESTIONS FOR THE DISCUSSION BY 
THE DATE OF YOUR ARRIVAL. 

6. AS TO THE QUESTION OF SHORING OF RIVER BEDS, WE 

HAVE ALREADY INFORMED YOU THAT WE DO NOT HAVE SUFFICIENT EXPERICNE 
IN APPLYING THE SHORING WHICH IS USED ON THE MISSISSIPPI. WE 
CAN SHOW YOU ONLY MASSIVE SHORINGS NEAR HYDROPOWER PLANTS AND 
CAN WORK OUT A PROGRAM OF A VISIT THERE, BUT WE THINK IT WOULD BE 
ADVISABLE TO DISCUSS THIS QUESTION IN DETAIL DURING YOUR VISIT TO 
THE USSR. 

7. DURING YOUR STAY IN THE USSR WE PLAN TO DISCUSS THE PROGRAM 
OF FURTHER COOPERATION. 

8. PLEASE COMMUNICATE THE EXACT DATE OF YOUR ARRIVAL IN 
MOSCOW AND THE FLIGHT NUMBER. SEE YOU SOON IN MOSCOW. END QUOTE. 

9. LETTER POUCHED EUR/SOV/EXCHANGES. 

TOON 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ENERGY, AGREEMENTS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 12-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MOSCOW04943 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 27-0962 
Format: TEL 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770466/aaaacfhc.tel 

Line Count: 82 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 3844bda6-c288-dd11-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 25-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2833241 
Secure: OPEN 
Status: NATIVE 

Subject: US-USSR ENERGY AGREEMENT: HYDROPOWER (08.0202) 

TAGS: TGEN. ENRG, PFOR, UR, US 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/3844bda6-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



